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D. MASTER SWITCH ON 2323Z 3 JAN 
MASTER SWITCH OFF 0415Z 
A C GENERATOR SWITCH ON 2330Z 3 JAN 
A C GENERATOR SWITCH OFF 0400Z 
MODE ONE ON 0127Z 
MODE Of€ OFF 0207Z. 
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